CAMMA  AND   DESDEMONA
from " The Hunchback/' the former playing Modus, and the latter, Helen. In his speech on this occasion, Mr. Irving announced that when the theatre re-opened " Two Roses" would be revived, with Miss Terry in the cast, but the part which it was intended she should play was eventually undertaken by Miss Winifred Emery. The cast was a very strong one, including as it did Mr. Howe, Mr. Terriss, and Mr. David James, besides, of course, Mr. Irving who resumed his wonderful performance of Digby Grant. The innumerable admirers of the brilliant manager of the St. James's Theatre, Mr. George Alexander, will be interested to know that he made his first appearance in London in this revival as Caleb Deecie. The first performance was given on Boxing Day, 1881. The piece, however, seemed somewhat old-fashioned, and hardly retained its former hold on the affections of playgoers.
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